UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

CASE NO. 

ix 

OFFICIAL WARNING 

VIOLATION OF FEDERAL REGULATIONS 

VIOLATOR 

Flicka Corp. 

74-C-0777 / 33462 

ADDRESS f St reel, City, State. Zip Code) 

8497 F M 1560 N 

San Antonio, TX 78254 


The Department of Agriculture has evidence that on or about Match 11, 2011 and October 13, 2010 , 
you or your organization committed the following violation of Federal Regulations: 


Section 

3.125(c) Facilities, General... .repeated failure to store feed in facilities which adequately protect supplies 
against deterioration, molding or contamination by vermin 


3.129(a) Feeding - DIRECT 

....failure to provide wholesome, palatable food of sufficient quantity and nutritive value 


Titles 7 & 9 Code of Federal Regulations were promulgated to help prevent the spread of animal and plant pests and diseases and assure 
the humane treatment of animals. Since violations of the regulations can have serious and costly impact detrimental to the public 
interest, you are warned of this violation. Any further violation of these regulations may result in the assessment of a civil penalty or 
criminal prosecution. If you have any questions concerning this warning or violation, please contact the listed APHIS Official. 
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